Electrical, Mechanical, HVAC, Refrigeration & Automation Contractors 


Looking For The Best Leading Electrical And Mechanical Contractors In Gta Ontario 


The Commodore Group is a leading provider of commercial electrical, 
mechanical, HVAC, refrigeration, and automation services in the area. 
Commodore Group's team of experienced professionals is dedicated to 
providing quality services that exceed their client's expectations. 
Whether you need a new electrical system installed, your HVAC system 
repaired, or a refrigeration system installed, Commodore Group has you 
covered. Contact them today for a free consultation. commodore group 
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CONTACT US :- 
commodore group ltd 
263 Dixon Rd Unit 1110 
Toronto 
Ontario 
M9R 1R6 
Canada 


(647) 473-1520 


